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THE 

CIPCO 


CORPORATION 

formerly 

CITY  PLATING  AND  MANUFACTURING  CO. 

Cole  Street  at  Twenty-Second  Street 
ST.  LOUIS  6,  MISSOURI 


Herein  are  illustrated  the  latest  developments  and 
numerous  standard  designs  in  various  types  of 
Builders  Hardware  of  our  manufacture,  available 
in  Aluminum,  Brass,  Bronze  or  Stainless  Steel. 

In  addition  to  the  items  pictured  and  described 
here,  we  are  equipped  to  fabricate  any  type  of 
custom  built  units. 

A  modern  plant  equipped  for  economical  produc¬ 
tion,  controlled  quality,  prompt  delivery  is  your  as¬ 
surance  of  complete  satisfaction. 


CATALOG-  -  53 

Copyright  1953 


Growth  of  Cipco  Corporation 


On  July  31,  1924,  a  corporation  named  the  City  Plating  and  Polishing 
Company  was  organized  by  Edward  A.  Rottmann.  Through  the  years, 
due  to  the  increasing  number  of  customers  and  their  loyalty  to  the  firm, 
the  company  changed  and  expanded  its  operations  from  exclusively 
plating  service  to  the  manufacture  of  builders  hardware.  Today  the 
CIPCO  trademark  is  recognized  as  a  symbol  of  quality  in  builders 
hardware  by  architects  and  hardware  dealers  throughout  the  country. 

After  25  years  of  operation,  the  tradename  CIPCO  became  so 
well  known,  that  for  reasons  of  simplicity  it  became  advisable  to  change 
the  firm  name  to  comply  with  the  tradename  — 

Now  it’s  the  CIPCO  Corporation 
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United  States  Standard  Finish  Symbols 


Brass — Bright  _ U.  S.  3 

Brass — Dull _ U.  S.  4 

Brass — Dull,  Oxidized  and  Relieved _ U.  S.  5 

Bronze — Bright  _ U.  S.  9 

Bronze — Dull _ U.  S.  10 

Bronze — Dull,  Oxidized  and  Relieved _ U.  S.  1 1 

Nickel  Plate — Bright _ U.  S.  14 

Nickel  Plate — Dull _ U.  S.  15 

Bower  Barff — Imitation _ U.  S.  19 

Statuary  Bronze _ U.  S.  20 

Statuary  Bronze — Dark _ U.  S.  20A 

White  Bronze _ U.  S.  25 

Chromium  Plating — Bright _ U.  S.  26 

Chromium  Plating — Dull _ U.  S.  26D 

Aluminum — Plain  _ (Old  CiPCO  28) _ U.  S.  27 


Alumilite— Dull  _ (Old  CIPCO  30) _ U.  S.  28 

ALUMILITE  is  the  tradename  for  the  Aluminum  Company  of  America's  patented 
anodic  treatment  of  Aluminum.  CIPCO  has  been  one  of  the  pioneers  in  promot¬ 
ing  the  use  of  ALUAAILITED  Aluminum,  having  held  a  license  since  1932. 

Basically,  the  purpose  of  this  process  is  to  form  an  Aluminum  oxide  coating 
which  becomes  an  integral  part  of  the  Aluminum  surface.  The  advantages  over 
untreated  Aluminum  are  that  the  smooth  hard  surface  produced  resists  oxidation, 
abrasion,  and  the  beauty  and  lustre  are  easily  maintained  by  the  application  of 
mild  soap  and  water. 

On  Special  Finishes  it  is  advisable  to  send  sample 
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HAND  OF  DOORS 


The  HAND  of  all  doors  is  determined  from  the  ENTRANCE 
or  the  OUTSIDE  of  the  opening  to  which  the  door  is  applied. 

It  the  hinges  are  to  the  RIGHT,  it  is  a  RIGHT  HAND  DOOR; 
it  hinges  are  to  the  LEFT,  it  is  a  LEFT  HAND  DOOR. 


If  the  door  opens  IN,  it  is  a  REGULAR  BEVEL  DOOR;  it  it 
opens  OUT,  it  is  a  REVERSE  BEVEL  DOOR. 


(OUTSIDE) 

LEFT  HAND,  REGULAR  RIGHT  HAND,  REGULAR 


(INSIDE) 

-  f 

‘  * 

(OUTSIDE) 


LEFT  HAND,  REVERSE  BEVEL  RIGHT  HAND,  REVERSE  BEVEL 
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DETAILS  FOR  PUSH  a  PULL  BARS 


LEFT  HAND 


CLASSIFICATION  of  DOOR  BARS 

PUSH  BARS  -  One  or  more  bars  used  on 
the  PUSH  side  of  the  door. 

PULL  BARS  -  One  or  more  bars,  with  grip 
attached,  used  on  the  PULL 
side  of  the  door. 

EXTENDED  PULL  BARS  -  One  or  more 

bors  with  grip  extended  and 
attached  to  the  bottom  roil 
of  the  door. 

SET  of  BARS  -  BAR  units  for  BOTH 

SIDES  of  a  SINGLE  door. 


PUSH  and  PULL  BAR  DIMINSIONS 

CENTER  to  CENTER  DIMINSION  -  (A) - 

width  of  the  door  minus  the 
width  of  one  stile. 

HEIGHT  of  TOP  BAR -(B)-  Maximum  of 
48"  from  floor  to  center  of 
top  bracket  recommended. 

HEIGHT  of  BOTTOM  RAIL- (C)- As 
specified. 

BOTTOM  RAIL  BRACKET  SPACING- (D) 
3"  or  one  half  of  (C) 
whichever  is  smaller. 

LENGTH  of  EXTENDED  PULL -(E)- 

Diminsions  (B)  minus  (C) 
plus  (D).  This  diminsion 
required  on  all  extended  pulls. 


Where  doors  ore  subjected  to  heavy  traffic,  EXTENDED  PULL  BARS 
are  recommended  for  the  additional  strength. 


A  COMPLETE  SET  OF  BARS  furnished  from  the  various  units 

shown  on  pages  10  to  15  inclusive  should  be  ordered 
by  specifying  the  item  numbers  of  both  units. 
EXAMPLE; 

No.  2302  X  Na  2304,  or  No.  2304  x  2  No.  2300. 


OFFSET  BRACKET  DETAILS 

IT  IS  IMPORTANT  to  take  careful  note  of  conditions  which  will 
require  OFFSET  BRACKETS. 

THE  PURPOSE  of  the  OFFSET  BRACKET  is  to  permit 

opening  of  door  to  90°  when  using  double  acting  hinges 
or  where  door  is  recessed.  Most  PUSH  or  PULL  BARS 
can  be  adapted  for  OFFSET  USE. 


BARS  of  solid  stock  adapted  for  use  on  double 
acting  door.  Dimension  "A"  QS  required. 


BRACKET  for  round  tubing 
Dimension  "A",  6"  Q",  12". 

IMPORTANT  - 

When  ordering, 

Give  dimension  "A". 

or  else  the  followin 

I  Detail  of  hanging  jamb 
2.  Width  of  door 


BRACKET  for  square  tubing 
Dimension  "A",  6" 


3.  Thickness  of  door 

4.  Width  of  stile 
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2"x3" 


2''«9" 


2  x9" 


2"x9'' 


% 


PUSH  a  PULL  BAR  UNITS 

ALUMINUM,  BRASS,  BRONZE,  or  STAINLESS  STEEL 
Vsq.  BAR  STOCK 

2-1/8"  PROJECTION 


No.  2300 


No.  2302 


No.2304 


2  x3 


No.2306 


-  .  ...  fnF 

6"  C  fo  C 

JJ- 

6” 

6“  C  to  C 

rr 

. 

2  x9 


2"x9" 


Always  Specify  When  Ordering 

Center  to  center  dimension  Wood  or  machine  screws 

Hand  and  thickness  of  door  Finish 

Both  Units  For  Complete  Set- As  2Z0Z  x  2304 
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2"x3" 


PUSH  a  PULL  BAR  UNITS 

ALUMINUM,  BRASS,  BRONZE,  or  STAINLESS  STEEL 


3/4"  sq.  BAR  STOCK 

2-1/8"  PROJECTION 

2"x3'’ 


2“x8" 


4“CfoC 


2"xlO” 


2"x3" 


3" 


1^ 


No.  2334 


No.  2336 


No.  2338 


6“  C  toC 


6"  C  to  C 


No.  2342 


2“x9" 


-1^ 


2‘'x9" 


2"x9" 


3/8“x 

1- 1/2“  BAR  STOCK 

2- 1/8"  PROJECTION 

1  - 1 

L 

No.  2400 

5"  C  to  C 

I 

_ 

No.  2402 

5"  C  to  C 

n: 

2"xl5“ 


5"CtoC 


5“CtoC 


No.  2404 


No.  2406 


2"x9“ 


Always  Specify  When  Ordering 

Center  to  center  dimension  Wood  or  machine  screws 

Hand  and  thickness  of  door  Finish 

Both  Units  For  Complete  Set- As  2302  x  2304 


3 
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2"x9" 


6"CtoC 


2“x9" 


6‘CtoC 


2*5’ 


PUSH  a  PULL  BAR  UNITS 

ALUMINUM,  BRASS,  BRONZE,  or  STAINLESS  STEEL 

3/4'  sq.BAR  STOCK 

2-l/e"  PROJECTION 


2”x9" 


2"x3"  6"CtoC 


No.  2319 


No.  2325 


2x3" 


2"xl5* 


8“CtoC 


2-7/8‘  PROJECTION 


No.  2326 


No.  2332 

2-7/8'  PROJECTION 


Always  Specify  When  Ordering 

Center  to  center  dimension  Wood  or  machine  screws 

Hand  and  thickness  of  door  Finish 

Both  Units  For  Complete  Set- As  2302  x  2304 


2"x3' 


2"x3" 
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PUSH  a  PULL  BAR  UNITS 

ALUMINUM,  BRASS,  BRONZE,  or  STAINLESS  STEEL 


2“x3“ 


3/8"x  1-1/4"  BAR  STOCK 

2-1/8"  PROJECTION 
2“xl5" 


No.  2450 


2”x9" 


4-1/2"  C  to  C 


No.  2452 


2"x9" 


No.  2454 

2-3/4*  PROJECTION 


2“x6" 


- 

4** 

t - 

6"  C  to  C 

5“CfoC 


5  C  toC 


5" 


No.  2460 

2-3/4"  PROJECTION 


2'’x3" 


2"x9'' 


Always  Specify  When  Ordering 

Center  to  center  dimension  Wood  or  machine  screws 

Hand  and  thickness  ot  door  Finish 

Both  Units  For  Complete  Set- As  2302  x  2304 


PUSH  a  PULL  BAR  UNITS 

ALUMINUM,  BRASS,  BRONZE,  or  STAINLESS  STEEL 


3/8"x3"BAR  stock  s/e-xl"  BAR  STOCK 

2-1/8"  PROJECTION 

2"«5“  2"x3'' 


Always  Specify  When  Ordering 

Center  to  center  dimension  Wood  or  machine  screws 

Hand  and  thickness  ot  door  Finish 

Both  Units  For  Complete  Set- As  2302  x  2304 
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PUSH  &  PULL  BAR  SETS 


ALUMINUM,  BRASS  OR  BRONZE 


No.  2205 


Tubing  1"  O.  D. 

Base  2". 

Overall  Projection 


Spacing  on  Pull  Unit  8" — C.  to  C. 
Overall  Projection  of  Tubing  2y2". 
of  Pull  2y2". 


Tubing  1"  O.  D. 
Base  T. 


Spacing  on  Pull  Unit  8" — C.  to  C. 
Overall  Projection  of  Tubing  2y2". 


Overall  Projection  of  Pull  2y2". 


Sets  Consist  of  Pull  Unit  and  Two  Push  Units.  Packed  with  Thru  Bolts  for  Pull  Unit,  Wood  Screws 

for  Push  Units.  May  be  ordered  separately. 

WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACH.  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 


ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS  OR  BRONZE 


Tubing  1"  O.  D. 
Base  2". 


No.  2208 

Spacing  on  Pull  Unit  8" — C.  to  C. 
Overall  Projection  of  Tubing  21/2". 


Overall  Projection  of  Pull  2y2". 


Set  Consists  of  Pull  Unit  and  One  Push  Unit.  Specify  Whether  Right  or  Left  Hand  Pull  Unit  is 
Wanted.  Above  Cut  Shows  Right  Hand.  May  be  ordered  separately. 


Tubing  1"  O.  D. 
Base  2". 


No.  2212 

Spacing  on  Pull  Unit  8" — C.  to  C. 
Overall  Projection  of  Tubing  21/2". 


Overall  Projection  of  Pull  2%". 

Set  Consists  of  Pull  Unit  and  Two  Push  Units.  Packed  with  Thru  Bolts  for  Pull  Unit, 
Wood  Screws  for  Push  Units.  May  be  ordered  separately. 


WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACHINE  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 

ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS  OR  BRONZE 


No.  2216 


Tubing  1".  Spacing  on  Pull  Unit  814" — C.  to  C. 

Base  21/8".  Overall  Projection  of  Tubing  1%". 

Overall  Projection  of  Pull  314". 


No.  2218 

Tubing  1".  Spacing  on  Pull  Unit  6" — C.  to  C. 

Base  1%".  Overall  Projection  of  Tubing  1%". 

Overall  Projection  of  Pull  II/2". 

Sets  Consist  of  Pull  Unit  and  Two  Push  Units.  May  be  ordered  separately. 
WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACH.  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 

ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PUSH  AND  PULL  BAR  SETS 


Tubing  1"  O.  D.  Square 
Pull  Unit  Stile  Plates  2V2''x'l  3%" 
Push  Unit  Stile  Plates  2V2''x4'' 


Spacing  on  Pull  Unit  6%" — C.  to  C. 
Overall  Projection  of  Pull  3" 
Overall  Projection  of  Tubing  2%" 


No.  2235 

Tubing  1"  O.  D.  Square  Spacing  on  Pull  Unit  8" — C.  to  C. 

Base  2y2"x3'4".  Overall  Projection  on  Tubing  21/2“. 

Overall  Projection  on  Pull  2%". 

Sets  Consist  of  Pull  Unit  and  Two  Push  Units.  Packed  with  Thru  Bolts  for  Pull  Units, 

Wood  Screws  for  Push  Units. 

WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACH.  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 

ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS  OR  BRONZE 


Specify 

regular 

or 

reverse 

bevel 


No.  2270 


Tubing  1"  O.  D.  Square 
Projection  of  Pull  3" 
Clearance  Under  Tubing  1%' 


Spacing  on  Pull  Unit  7%"  C.  to  C. 
Projection  of  Tubing  2%" 
Side  Plates  3y2"xl3" 


Set  consists  of  One  Pull,  One  Push  Unit. 
May  be  ordered  in  separate  units. 


No.  2254 


Solid  Bar  %"xl'/4" 

Pull  Unit  Stile  Plates  2"xl4y2' 
Push  Unit  Stile  Plates  2"x3y2' 


IT* 


Spacing  on  Pull  Unit  6V2" — C.  to  C. 
Overall  Projection  of  Pull  3" 
Overall  Projection  of  Bar  2’4" 


Sets  Consist  of  Pull  Unit  and  Two  Push  Units.  Packed  with  Thru  Bolts  for  Pull  Units  and  Wood 
screws  for  Push  Units.  May  be  ordered  separately. 

WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACH.  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 


ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PUSH  AND  PULL  BAR  SETS 


ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


Base  lVi"x2%".  Pull  1"  Diameter.  Overall  Projection  of  Bar  1  9/16". 

Overall  Projection  of  Pull  2  3/16". 


No.  2256 


Solid  Bor  %"xiy2".  Spacing  on  Pull  Unit  7"  C.  to  C. 

Stile  Base  VA”  x  2%"  Overall  Projection  of  Bar  Vh”. 

Pull  1"  Diameter  Overall  Projection  of  Pull  214". 

Sets  Consist  of  One  Pull  Unit  and  Two  Push  Units.  May  be  ordered  separately. 

WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACHINE  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 

ALL  FINISHES  IN  BRASS,  BRONZE,  ALUMINUM  OR  STAINLESS  STEEL 
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PUSH  AND  PULL  BAR  SETS 


ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


No.  2213 


Solid  Bar  %"xiy2"  Spacing  on  Pull  Unit  8" — C.  to  C. 

Base  iy2"xiy2"  Overall  Projection  of  Bar  %" 

Overall  Projection  of  Pull  2y2" 

Sets  consist  of  Pull  Unit  and  T\a/o  Push  Units.  May  be  ordered  separately. 


No.  2253 


Solid  Bar  %"x1!4"  Spacing  on  Pull  8" 

Base  IVi'^xl^"  Overall  Projection 

Overall  Projection  of  Pull  2y2"  Meets  New  Govt.  No.  479 
Sets  consist  of  Pull  Unit  and  Two  Push  Units.  May  be  ordered  separately. 


WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACH.  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 

ALL  FINISHES  IN  ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 
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PACKAGED  PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS  OR  BRONZE 

PACKAGED  PUSH  AND  PULL  BARS  ORIGINATED  BY  CIPCO 

Pages  23  through  27  show  the  CIPCO  line  of  PACKAGED  push  and  pull 
bars.  In  these  sets  you  will  find  the  some  high  grade  material  and 
finish  found  always  in  CIPCO  Custom  Built  products. 

Packed  one  set  in  a  clearly  labeled  strong  fibre  box.  All  bars  or 
tubing  are  36"  long  and  will  fit  door  up  to  42  inches  wide.  Also 
single  bars  ore  available  packed  six  in  box  with  wood  screws  for  in¬ 
stalling.  ALL  FINISHES  in  Aluminum,  Brass  or  Bronze. 

These  bars  are  also  regular  items  in  our  CIPCO  Custom  Built  line.  When 
ordering  as  such,  always  SPECIFY— Center  to  Center— if  machine  screws 
are  required— door  thickness  and  finish. 


No.  2233 


%"xl’A"  Bar  Stock  Spacing  on  Pull  Unit  7" — C.  to  C. 

Base  iy2"x2%"  Overall  Projection  of  Bar  %" 

Overall  Projection  of  Pull  1%" 

Sets  Consist  of  Pull  Unit  and  Two  Push  Units.  Packed  with  Through  Bolts  for  Pull  Unit  and 
Wood  Screws  for  Push  Units.  May  be  ordered  separately. 

WHEN  ORDERING  ALWAYS  SPECIFY: 

•  CENTER  TO  CENTER  MACHINE  SCREWS  IF  DESIRED 

IF  OTHER  THAN  36"  FINISH 
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PACKAGED  PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS  OR  BRONZE 


No.  2214 

Tubing  %"  O.  D.  Square  Spacing  on  Pull  Unit  8" — C.  to  C. 

Base  2"x2"  Overall  Projection  of  Tubing  1%" 

Overall  Projection  of  Pull  2V2" 

Sets  Consist  of  Pull  Unit  and  Two  Push  Units.  Packed  with  Thru  Bolts  for  Pull  Unit,  Wood  Screws 

for  Push  Unit.  May  be  ordered  separately. 


Solid  Bar  %"xl"  Spacing  on  Pull  Unit  7" — C.  to  C. 

Base  l%"x2!4"  Overall  Projection  of  Bar  %" 

Overall  Projection  of  Pull  2" 


WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACH.  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 

ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PACKAGED  PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS  OR  BRONZE 


No.  2204  Gov't.  No.  1009B  and  478  (New) 

Tubing  1"  O.  D.  Spacing  on  Pull  Unit  IV-i' . 

Base  2y8".  Overall  Projection  of  Tubing  2y2". 

Overall  Projection  of  Pull  3y2". 

When  Furnished  with  Offset  End  Brackets.  Gov't.  No.  1009C 


No.  2209 


Tubing  1"  Spacing  on  Pull  Unit  /Mz" — C.  to  C. 

Base  2%"xl%"  Overall  Projection  of  Tubing  1  15/16" 

Overall  Projection  of  Pull  2  15/16" 

Sets  Consist  of  Pull  Unit  and  Two  Push  Units.  Packed  with  Thru  Bolts  for  Pull  Unit,  Wood  Screws 

for  Push  Unit.  May  be  ordered  separately. 


WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  MACHINE  SCREWS  IF  DESIRED 

IF  OTHER  THAN  36"  FINISH 
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PACKAGED  PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS  OR  BRONZE 


‘■v-v-'x- ' 


jy  •  -  '  "iH 


imBomc..:. 


No.  2211 

Tubing  W  O.  D.  Square  Spacing  on  Pull  Unit  8" — C.  to  C. 

Base  2"x2".  Overall  Projection  of  Tubing  1!4". 

Overall  Projection  of  Pull  2%". 


M. 


No.  2217 

Solid  Bar  %"xl".  Spacing  on  Pull  Unit  7" — C.  to  C. 

Base  I%"x2y8".  Overall  Projection  of  Bar  %". 

Overall  Projection  of  Pull  2%". 

Sets  Consist  of  Pull  Unit  and  Two  Push  Units.  Packed  with  Through  Bolts  for  Pull  Unit  and 
Wood  Screws  for  Push  Units.  May  be  ordered  separately. 

WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACH.  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 
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PACKAGED  PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS  OR  BRONZE 


No.  2210 

Tubing  ’^"xlVz"  Spacing  on  Pull  Unit  7" — C.  to  C. 

Bose  l%"x2%"  Overall  Projection  of  Bar  1" 

Overall  Projection  of  Pull  2%" 


No.  2219 


Tubing  1"  O.  D.  Square  Spacing  on  Pull  Unit  IVi' — C.  to  C. 

Base  2%"xl%"  Overall  Projection  of  Tubing  1  15/16" 

Overall  Projection  of  Pull  2  15/16" 

Sets  Consist  of  Pull  Unit  and  Two  Push  Units.  Packed  with  Through  Bolts  for  Pull  Unit  and 
Wood  Screws  for  Push  Units.  May  be  ordered  separately. 


WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  MACHINE  SCREWS  IF  DESIRED 

IF  OTHER  THAN  36"  FINISH 
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EXTENDED  PULL  UNITS 

ALUMINUM,  BRASS,  BRONZE,  OR  STAINLESS  STEEL 


No.  2241—1"  O.  D.  Solid  Round  Bor,  2"  Pro¬ 
jection,  1"  Clearance,  41/2"  Backset. 

No.  2241 A — Same  os  2241  But  with  2"  Dia¬ 
meter  Stile  Plates. 

No.  2243— y8"xl'/2"  Solid  Bar,  ]%"  Projection, 
1%"  Clearance,  Center  to  Center  Height  As 
Required. 

No.  2243A — Same  as  2243  but  furnished  with 
%"xiy4"  Solid  Bar. 


No.  2244 — 1"  O.D.  Solid  Bar  with  Cast  Brack¬ 
ets,  3"  Projection,  2"  Clearance  Under  Bar,  4" 
Diameter  of  Brackets,  1"  Thickness  of  Brackets, 
I"x2y2"  Base  of  Brackets,  Center  to  Center 
Height  As  Required. 

No.  2244L — Same  as  2244  But  with  Grip  of 
1"  O.  D.  Solid  Lucite. 

No.  2239 — 1"  O.  D.  Solid  Bar  with  Cast  Brack¬ 
et,  3  5/16"  Projection,  2%"  Clearance,  VA" 
Backset,  4"  Height  of  Bracket,  4"xl%"  Base 
of  Bracket. 


*Nos.  ?244  and  2239  Not  Available  in  Stainless  Steel. 


Advise  when  ordering — SPECIFY  HAND  OF  DOOR;  (see  page  6);  Height  of  Bottom  Rail;  Height 
from  floor  line  to  center  of  Top  Bracket;  Finish.  We  recommend  a  maximum  height  of  48"  from 
floor  line  to  center  of  Top  Bracket,  with  bottom  Bracket  placed  not  more  than  3"  center  below 
top  of  Bottom  Rail. 
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EXTENDED  PULL  UNITS 


ALUMINUM,  BRASS,  BRONZE,  OR  STAINLESS  STEEL 


No.  2245 — 1"  Solid  Round  Rod,  2"  Projection 
of  Bor,  1"  Clearance  under  Bar,  2"x3"  Stile 
Plates,  2y2"xiy2"  Bottom  Rail  Bracket,  4y2" 
Back  Set,  C.  to  C.  of  Stile  Brackets  9". 

No.  2246 — %"  Solid  Stock,  2y8"  Projection  of 
Bar,  1%"  Clearance  under  Bar,  2"  Square 
Base,  Back  Set  3  13/16"  C.  to  C.,  Spacing  of 
Grip  Brackets  8"  C.  to  C. 


No.  2247—1"  Solid  Round  Rod,  2  7/16"  Pro¬ 
jection  of  Bar,  114"  Clearance  under  Bar, 
5y2"x2y2"  Stile  Plate,  2"  dia.  Bottom  Rail  Plate, 
4"  Back  Set,  Spacing  on  Back  Set  Brackets  iy2". 

No.  2249 — %"xiy2"  Solid  Bar,  3/2"  Projection 
of  Bar,  B’/b'"  Clearance,  iy2"xiy2"  Stile  Plate, 
Center  to  Center  Height  as  Required. 


*No.  2245  &  No.  2247  Not  Available  in  Stainless  Steel. 


Advise  when  ordering — SPECIFY  HAND  OF  DOOR;  (see  page  6);  Height  of  Bottom  Rail;  Height 
from  floor  line  to  center  of  Top  Bracket;  Finish.  We  recommend  a  maximum  height  of  48"  from 
floor  line  to  center  of  Top  Bracket,  with  Bottom  Bracket  placed  not  more  than  3"  center  below 
top  of  Bottom  Rail. 

Packed  regularly  with  Thru  Bolts. 
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PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


Spacing  of  Horizontal  Bars  8"  C.  to  C. 
Overall  Projection  %' 


Overall  Projection  of  Pull  2V2' 


Sets  consist  of  one  Pull  Unit  and  Two  Push  Units. 
May  be  ordered  separately.  Meets  New  Govt.  No.  479E. 

See  Page  31  for  How  to  Order 
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EXTENDED  PULL  UNIT 


WITH  HORIZONTAL  BARS 


All  Finishes  in 

ALUMINUM,  BRASS  OR  BRONZE 
Illustration  Shows  Right  Hand,  Reverse 


May  be  used  both  sides  of  door  or  with  single  Push 
Units  of  like  design  for  either  side  of  door. 


A  maximum  height  of  48"  from  floor  line  is  recom¬ 
mended,  with  bottom  bracket  placed  not  more  than  3" 
center  below  top  of  bottom  roil. 

Packed  with  Thru  Bolts  for  Pull  Unit. 


Dimensions 

Vertical  Bor,  1"  Diam.;  Backset,  3"  C.  to  C. 
Horizontal  Bars,  T/2"xy8"  Rect.  Rod. 

Top  Horizontal  Bar  from  Top  Bracket,  4" 
C.  to  C. 

Horizontal  Bars  Spaced  5"  C.  to  C. 
Projection  of  Vertical  Bar,  2";  Clearance,  1". 
Projection  of  Horizontal  Bar,  1%";  Clear¬ 
ance,  1". 

Top  Bracket  Base  Plate,  3"x2". 

Bottom  Bracket  Base  Plate,  2y2"xiy2". 

Hinge  Rail  Bracket  Base,  2y2"xiy2". 


Advise  Always  When  Ordering 

1 .  — Hand  of  Door — Right  or  Left. 

2.  — Bevel  of  Door — Regular  or  Reverse. 

3. - — Center  to  Center  Dimension. 

4.  — Height  of  Bottom  Rail. 

5.  — Height  from  Floor  Line  to  Center  of  Top 

Bracket. 

6.  — If  Machine  Screws  are  required. 

7.  — Finish. 
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PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


No.  2010  (Illustrated)  No.  2011 


Solid  Bar  %"xVA" 
Clearance  1%" 


Centers  M'/z"  Standard 
Base  2%"  Projection  1%" 


No.  2011  same  as  above  except  WxV/i"  Solid  Bar 


No.  2012  No.  2013  (Illustrated) 

Solid  Bar%"xiy2"  Centers  14y2"  Standard 

Clearance  1%"  Base  2%"  Projection  1%" 

Standard  engraving,  word  PUSH  on  inside  Unit,  PULL  on  Outside  Unit,  can  be  furnished  PUSH- 
PUSH  where  used  on  double  acting  doors.  Also  for  vertical  installation. 

No.  2012  same  as  above  except  %"xl!4''  Solid  Bar. 

Packed:  One  Standard  Set  Per  Box. 

ALWAYS  SPECIFY  WHEN  ORDERING: 

FINISH,  CENTERS  AND  ENGRAVING  IF  OTHER  THAN  STANDARD 
VERTICAL  OR  HORIZONTAL  INSTALLATION 

These  bars  designed  for  glass,  flush  panel  wood  or  metal  doors,  require  only  two  holes  for 
application.  Always  specify  whether  glass  or  panel  door. 
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PUSH  AND  PULL  BAR  SETS 

ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


Nos.  2014-2015 


(Lock  Plate  furnished  by  others) 


No.  2014 

Solid  Bar  %"xl’/4" 
Clearance  lye" 


Centers  MVz"  Standard 
Base  2%"  Projection  1%" 


No.  2015  same  as  above  but  %"xiy2".  Both  can  also  be  engraved  as  No.  2012,  Page  32. 


No.  2016  (can  be  used  vertically) 

11/4"  O.D.  Lucite  BASE  2V2"x3y2"  .  OVERALL  PROJECTION  2%" 

STANDARD  CENTERS  141/2",  Lettered  "PUSH"  and  "PULL". 

Packed  one  standard  set  per  box  fully  assembled. 

No.  201 6-ML— Same  as  above  but  with  grips  of  114"  O.D.  metal. 

Specify  finish — lettering  and  centers  if  other  than  standard. 

No.  2016  Not  Available  in  Stainless  Steel. 


These  bars  designed  for  glass  or  flush  panel  wood  or  metal  doors,  require  only  two  holes  for 
application.  Always  specify  whether  glass  or  panel  door. 
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PUSH  AND  PULL  BAR  SETS 

FOR  GLASS  OR  PANEL  DOORS 

ALUMINUM,  BRASS  OR  BRONZE 


No.  2001  (Illustrated) — IVa"  O.  D.  Solid  Lucite 


No.  2001-ML— iy4"  O.  D.  Solid  Metal  Bor. 

CLEARANCE— lys" 

PROJECTION— 3  l/]6" 

DIAMETER  OF  BASE— 23/8" 

No.  2002—1"  O.  D.  Solid  Lucite. 

No.  2002-ML— 1"  O.  D.  Solid  Metal  Bar. 

CLEARANCE— 1  9/16" 

PROJECTION— 2  11/16" 

DIAMETER  OF  BASE— 2  3/16" 

CENTERS — 14y2"  Standard  or  can  be  furnished  as  required.  Set 
consists  of  one  bar  for  each  side  of  the  door,  as  illustrated. 

Nos.  2001 A  and  2005A — Same 
as  2001  and  2005  but  furnished 
with  lettering  within  the  lucite 
grip,  as  illustrated  on  page  37, 

No.  2024.  Advise  lettering  de¬ 
sired.  Standard  one  "Push",  one 
"Pull". 


No.  2005  (Illustrated) — VA"  O.  D.  Solid  Lucite. 

No.  2005-ML — I’A"  O.  D.  Metal  Tubing. 

CLEARANCE— 1  %" 

PROJECTION— 3  1/16" 

DIAMETER  OF  BASE  23/8" 

No.  2006—1"  O.  D.  Solid  Lucite. 

No.  2006-ML— 1"  O.  D.  Metal  Tubing. 

CLEARANCE— 1  9/16" 

PROJECTION— 2  11/16" 

DIAMETER  OF  BASE— 2  3/16" 

CENTERS — Same  as  above. 

PACKED — One  Standard  set  per  box  (fully  assembled)  with  all 
required  Felts,  Inserts  and  Screws  for  Attachment. 

Please  specify  CENTERS  of  other  than  standard,  and  FINISH  when 
ordering. 

These  bars  designed  for  glass  or  flush  panel  wood  or  metal  doors,  require  only  two  holes  for 
application.  Always  specify  whether  glass  or  panel  door. 
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PUSH  AND  PULL  BAR  SETS 

FOR  GLASS  OR  PANEL  DOORS 

ALUMINUM,  BRASS  OR  BRONZE 


CLEARANCE— 1%" 


No.  2034—11/4"  O.D.  Lucite 
PROJECTION— 3" 

BASE— 2"x2y2" 

CENTERS — 141/2"  standard  or  can  be  furnished  as  required. 

LETTERING — One  "Push",  one  "Pull"  standard  or  can  be  furnished  as 
required. 

PACKED — One  standard  set  per  box,  fully  assembled. 

No.  2034-ML— Same  as  above  but  grips  of  VA"  O.D.  Metal. 


No.  2034A  and  2036A— Same  as  2034 
and  2036  but  furnished  with  lettering 
within  lucite  as  illustrated  on  page  37 
Advise  lettering  desired. 

Standard — One  "Push",  one  "Pull". 


No.  2034 


No.  2036—11/4"  O.D.  Lucite 

No.  2036-ML— 11/4"  O.D.  Solid  Metal 
PROJECTION— 3" 

BASE— 1  i/2"x33/4" 

No.  2038—1"  O.D.  Lucite 

No.  2038-ML— 1"  O.D.  Solid  Metal 
PROJECTION— 2%" 

BASE— 11/2"x3%" 


CLEARANCE  1%" 
BACKSET— 11/2" 


CLEARANCE— 1%" 
BACKSET— 1 1/2" 


CENTERS — 141/2"  standard  or  can  be  furnished  as  required. 

PACKED — One  standard  set  per  box,  fully  assembled. 

Specify  finish  and  centers  if  other  than  standard  thickness  of  door. 


Nos.  2036-2038 


These  bars  designed  for  glass  or  flush  panel  wood  or  metal  doors,  require  only  two  holes  for 
application.  Always  specify  whether  glass  or  panel. 
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CIPCO 
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PUSH  AND  PULL  UNITS 


FOR  GLASS  OR  PANEL  DOORS 

ALUMINUM,  BRASS  OR  BRONZE 


No.  2042 


All  units  shown  on  this  page  can 
be  furnished  for  back-to-back  in¬ 
stallation  when  so  specified.  Ail 
have  been  designed  for  use  on 
Glass,  Metal  or  Wood  doors.  Spec¬ 
ify  kind  of  door.  All  but  No.  181 
can  be  used  on  narrow  stile  doors. 


No.  2042 

Combination  Push  or  Pull  Plate 

Overall  size  1 2"x6",  Base  12"xl%",  Maximum 
Projection  2%",  Maximum  Clearance  2". 


No.  179 

Bases  1  Vb"  Diameter,  Grip  1  Ve"  Diameter,  Maxi¬ 
mum  Projection  3%",  Minimum  Projection  2y8", 
Overall  length  1 1". 


ZZl  ^ 

No.  181  Section 


No.  181 

Combination  Push  or  Pull  Plate 
Overall  size  of  plate  12"  x  2- 
13/16",  Maximum  Projection 
1%",  Clearance  1",  Spacers  1  Vs" 
Diameter. 


No.  181 
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PUSH  AND  PULL  SETS 

FOR  GLASS  OR  PANEL  DOORS 

ALUMINUM,  BRASS  OR  BRONZE 


No.  2028 

FACE  OF  GRIP— 8"x8"  BASE  OF  GRIP— 2y2"x8'' 
THICKNESS  OF  GRIP— 1/2"  PLATE— 5y2"x  11 " 

OVERALL  PROJECTION— 4" 

Note:  Furnished  plain  without  engraving.  Write  for  quota¬ 
tion  when  engraving  is  desired.  Requires  two  holes  for 
installation.  Can  be  furnished  without  base  plates  or  with 
6"x8"  face. 


The  lettering  of  this  set  of  Push  and  Pull  Bars 
is  within  and  an  integral  part  of  the  solid  lucite 
grip,  will  remain  unchanged  and  visible  indefi¬ 
nitely.  Can  be  furnished  on  special  order  with 
building  names  in  a  variety  of  colors  and  letter¬ 
ing  styles.  (Short  names  or  abbrevations  show 
up  best). 


No.  2024 

V/2"  O.D.  Solid  Lucite  Projection  2%" 

Clearance  114"  Base  2"x2" 

Centers  lOyz"  Standard  or  furnished  as  required. 

Lettering — "Push"-"Pull"  standard  or  furnished 
as  required. 

Color  of  lettering — White  standard,  most  colors 
available  on  special  order. 


Packed  one  standard  assembled  set  per  box. 


No.  2024 


These  bars  designed  for  glass  or  flush  panel  wood  or  metal  doors.  Always  specify  whether 
glass  or  panel  door. 
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PUSH  AND  PULL  UNITS 


FOR  GLASS  OR  PANEL  DOORS 

ALUMINUM,  BRASS  OR  BRONZE 


No.  2032  &  No.  2033 


No.  2032 


DIAMETER— 6" 
PROJECTION— 2y4" 


BASE— 1%"  DIAMETER 
CLEARANCE— 1%" 


No.  2033 

DIAMETER— 9"  BASE— 3"  DIAMETER 

PROJECTION— 1  7/16"  CLEARANCE— 1  7/16" 

Set  consists  of  two  of  the  above  unit,  back  to  back. 


No.  2018 

CENTERS  19%'' 

PUSH  UNIT  (CAST)  Vi'xA"  ENGRAVED  LETTERING 

Require  two  holes  for  installation. 


BASE— 1%"  X  4" 
PROJECTION— 1%" 


These  bars  designed  for  glass  or  flush  panel  wood  or  metal  doors.  Always  specify  whether 
glass  or  panel  door. 
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PUSH  AND  PULL  BAR  SETS 

FOR  GLASS  OR  PANEL  DOORS 


ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


No.  2030-A  (Right  Hand  Illustrated) — y2"x2"  Solid  Bar  Stock. 
CLEARANCE— IVa'". 

PROJECTION— 2". 

DIAMETER  OF  HORIZONTAL  BASES— 2%". 

HORIZONTAL  CENTERS— 1 41/2"  Standard. 


VERTICAL  BAR  BASE 

Type  "A" — For  use  only  on  door  having  type  S-04B  Bottom  Shoe 
moulding. 


ts. 


Type  "B" — Base  of  vertical  bar  attached  through  glass  door  same  as 
Horizontal  Bases.  Hole  for  vertical  base  must  be  drilled  a  mini¬ 
mum  of  6"  from  bottom  edge  of  glass  door.  See  Fig.  1,  for  illus¬ 
tration. 

NOTE — Templates  will  be  furnished  on  request. 

A  maximum  height  of  48"  from  floor  line  to  center  of  horizontal  bar 
is  recommended. 


ADVISE  WHEN  ORDERING 

1 .  Hand  of  Door  (Rfght  or  Left). 

2.  Bevel  of  Door  (Regular  or  Reverse). 

3.  Center  to  Center  if  other  than  Standard. 

4.  Length  of  vertical  bar. 


5.  Type  "A"  or  "B"  attachment  of  vertical  bar. 

6.  If  door  will  have  Bottom  Moulding. 

7.  Finish. 

These  bars  designed  for  Glass  or  Flush  Panel 

V 

) 

Wood  or  Metal  Doors.  Always  specify  whether  , 

Glass  or  Panel  Door. 

Figure  1 


PUSH  BARS 


ALUMINUM,  BRASS  OR  BRONZE 


No.  2252-S  (Available  in  Stainless  Steel) 

Bar  %"xl"  Base  iy2"x2y2" 


Projection  2"  Clearance  1%" 


No.  2266-S  (Available  in  Stainless  Steel) 

Bar  %"xiy2''  Lock  Stile  Base  Pad  iy2"xiy8" 

Projection  2y2"  Clearance  2y8" 


No.  2265-S  (Available  in  Stainless  Steel) 


Bar  %"xiy2"  Lock  Stile  Base  %"xiy2''' 

Projection  2^/2"  Clearance  2y8" 


No.  *2258-S  (Cast  in  One  Piece) 

Old  Gov't.  No.  1009F — New  Gov't.  No.  471 
Bases  114"  Wide  Projection  114" 

Overall  Width  214"  Clearance  %" 

Specify  "Push"  or  "Pull" 

Available  in  24"-30"-36"  Centers  Only 


No.  *2260-S 


Tubing  1"  O.D. 
Base  2"  ' 


Projection  of  Tubing 
Clearance  I'A" 


2y2' 


Specify  Hand  of  Door  when  ordering 


WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  IF  MACH.  SCREWS  ARE  REQUIRED 

DOOR  THICKNESS  FINISH 


ALL  FINISHES  IN  ALUMINUM,  BR.ASS  OR  BRONZE 
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ALUMINUM,  BRASS  OR  BRONZE 


No.  2234-S 

Tubing  1"  Square 
Projection  2" 


Bose  V/b"xVA" 
Clearance  IVs" 


No.  2240-S 

Bar  %"  Square  Base  1  3/16"x3y2" 

Projection  2%"  Clearance  1%" 


No.  2242-S 

Bary2"xl"  Base  13/4"x3  3/16" 

Projection  214"  Clearance  1%" 


No.  2246-S 

Bar  %"  Square 
Projection  2y8" 


Base  2"x2" 
Clearance  1%" 


No.  2262>S  (Available  in  Stainless  Steel) 

Bar  %"xiy2"  Projection  2y2" 

Clearance  2y8"  Specify  hand  of  door  when  used  back  to  back 

As  a  Set  of  Bars 

WHEN  ORDERING  ALWAYS  ADVISE: 

CENTER  TO  CENTER  WOOD  SCREWS  OR  THRU  BOLTS 

DOOR  THICKNESS  FINISH 

ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PUSH  BARS 


ALUMINUM,  BRASS  OR  BRONZE 


No.  2200 


No. 

Tubing 

Base, In. 

Clear.,  In. 

Projection,  In. 

2200A 

%-in.  O.  D. 

iy8xl% 

% 

I'/a 

2200B 

%-in.  O.  D. 

iy4xi% 

3/4 

1% 

2200C 

1  -in.  O.  D. 

1 'Ax  11/2 

11/16 

13/4 

No. 

Tubing 

Base, In. 

Clear.,  In. 

Projection,  In 

2201 A 

%-in.  O.  D. 

l'/2 

% 

1% 

2201 B* 

3A-in.  O.  D. 

1% 

11/8 

2 

2201Cf 

1  -in.  O.  D. 

2'/8 

1% 

2'/2 

2201 D 

I'A-in.  O.  D. 

21/2 

13/8 

2% 

*  Can  also  be  furnished  with  2"  Clearance  to  be  used  as  a  Towel  Bar.  No.  2201  BA 

t  Old  Gov't.  No.  1009 — New  Gov't.  4/0 
2201 C  with  Offset  Bracket  Meets  Gov't.  No.  1009A 


No. 

2202A 

2202B 


No.  2202 

Tubing 

Base,  In. 

Clear.,  In. 

Projection,  In 

1  -in.  O.  D. 

2 

11/2 

21/2 

1  'A-in.  O.  D. 

21/4 

l'/2 

23/4 

When  ordering  advise  center  to  center.  Wood  Screws  or  Machine  Screws.  Finish.  All  finishes 
in  brass,  bronze  or  aluminum. 
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SCREEN  DOOR  GUARDS 

ALUMINUM,  BRASS  OR  BRONZE 


Old  Gov't.  No.  A1009A— New  Gov't.  No.  493 


1 

Ik  -  -  -  - 

1^ 

loT 

^  \  .  .  .  ..  .......  _  .  — ^ ) 

l®T 

V.  -  --  .  -  -  - . -  l—J 

|V| 

No.  124 

Gov't.  No.  A1009B 

All  the  above  Guards  are  %"  O.D.  tubing. 

Space  between  bars,  3"  from  center  to  center. 

Projection  of  bar  1".  Projection  of  bracket  TVs". 

Clearance  7/16".  Width  of  bracket  36"  Centers  Standard. 
No.  121  can  be  furnished  in  %"  and  1"  O.D.  tubing. 

Packed  with  Wood  Screws. 


Regularly  packed 

No  121—6  Units  to  Package  No.  123—2  Units  to  Package 

No.  122—3  Units  to  Package  No.  124 — Not  Packaged 

WHEN  ORDERING  ALWAYS  SPECIFY: 

CENTER  TO  CENTER  FINISH 

IF  OTHER  THAN  STANDARD 

ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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No.  2680 


No.  2688— Size  1  O/A 

10  5/16"  C.  to  C.  Projection 
2".  Wt.  eo.  1  lb. 


No.  2686— Size  14%"x23/4"  O/A 
1 1%"  C.  to  C.  Projection  2’/8". 
Wt.  eo.  12  oz. 


No.  2686 


No.  2680— Size  7y4"x3'/2"  O/A 
Wt.  eo.  8  oz. 


No.  2682  — Size  5'/2".  Wt.  eo. 
1  lb. 


No.  2682 


Specify  Lock 
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OFFSET  DOOR  PULLS 

ALUMINUM,  BRASS  OR  BRONZE 


III6NT  ken 


No.  9 


No.  201 8P 


No.  2619 


No.  9— Door  Pull.  C.  to  C.  7%",  Base  1"  Dia., 
Projection  2Va" ,  Clearance  1%" 


No.  175 — Bases  iy8"xl%"  Projection  2Ve" 
Clearance  IV2"  Size  of  Grip  %"x]V2" 

Overall  length  12"  Backset  2%" 


No.  201 8P — Door  Pull,  Lucite  Grips 

Base  1%"  Projection  2V2" 

Clearance  VA"  Grips  IVa"  Diameter 

Overall  length  16"  Backset  2y2" 


No.  2619 — Door  Pull,  Lucite  Grip 


Bases  y2"xl%" 
Clearance  1%" 
Overall  length  11" 


Projection  2Va" 

Grip  1"  Diameter 
Backset  1%" 


No.  201 8PM — Same  as  No.  201 8P  but  with  Metal 
Grips  instead  of  Lucite 


No.  261 9M — Same  as  No.  2619  but  with  Metal 
Grip  instead  of  Lucite 


Packed  individually  with  screws  as  needed. 
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OFFSET  DOOR  PULLS 

ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


No.  150 


No.  154 


No.  158 


No.  150— Plate  7y2"xl5" 
Grip— 1"  O.D. 

Grip  Centers — 8" 

Projection — 2  9/16" 
Clearance — 1  ’/z" 

Plate  Thickness — 14  Ga  B&S 


No.  150A— Plate  6"xl2" 
Grip— 1"  O.D. 

Grip  Centers — 6" 

Projection — 2  9/16" 
Clearance — 1  Vi" 

Plate  Thickness — 14  Ga  B&S 


Packed  with  thru  bolts  and  wood  screws 


No.  154 — %"  Square  Bar 
Overall — 1 0%" 

Backset — 3"  C  to  C 


10"CtoC  No.  154A — Same  as  154  only  furnished  with 

Projection — 2y2"  2246  Stile  Plates  (See  page  41) 

Clearance — 1  %" 

Packed  with  thru  bolts 


No.  158— Overall  Plate  Face  8"xl5" 
Thickness — %"  Projection — 2" 

Clearance — 1%"  Base  iy2"xl5" 


Packed  with  thru  bolts 
*  Not  Available  in  Stainless  Steel 

ALL  FINISHES  IN  ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


Page  46 


DOOR  PULLS 

ALUMINUM,  BRASS  OR  BRONZE 


CAST 


3 


No.  171 


No.  171  Section 


WROUGHT 


No.  594-P 


No.  171 — Height  6"  C.  to  C.  Backset  3"  C.  No.  594-P — Height  10"  C.  to  C.  %"xlV4"  solid 

to  C.  Projection  1  9/16".  Wt.  each  %  lbs.  bar.  Backset  3%"  C.  to  C.  Projection  2". 

Spacers  1"  dia.  Wt.  ea.  4  lbs. 

Can  be  furnished  mounted  on  plates  of 
appropriate  design — See  Page  57. 


Packed  individually  with  thru  bolts. 


Page  47 


DOOR  PULLS 


ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


No.  2220 


No.  2608 


No.  2612 


No.  2615-17 


Grip 

Grip 

C.  to  C. 

Overall 

Projection  Clearance 

No. 

Stock 

Dia. 

Base 

Inches 

Inches 

Inches 

Inches 

Plates 

2220* 

Metal 

1" 

3"xl4" 

1 1 

15 

2% 

1% 

Cast 

2608 

Metal 

%"  Sq. 

2"xl5" 

10 

15 

2Va 

1/4 

Wrought 

2612 

Metal 

1" 

10 

1 1 

2V2 

IVz 

2612A 

Same  as  2612  but  furnished  w 

ith  two  cast 

2  3/16" 

Round  Stile  Plates 

2615 

Metal 

12 

12% 

3 

2% 

2617 

Metal 

%''xiy2" 

12 

12% 

3 

2% 

*  Not  available  in  Stainless  Steel. 

PACKED  WITH  WOOD  SCREWS  OR  THRU  BOLTS  AS  REQUIRED 
ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


No. 

2246-P 

No.  2242-P 

No. 

2213-P 

No.  2250-P 

Base 

C.  to  C. 

Overall 

Projection  Clearance 

No. 

Grip 

Inches 

Inches 

Inches 

Inches 

Inches 

Plates 

2246.P* 

3/4"  Sq.  Bar 

2  x2 

10 

12 

21/8 

13/8 

Cast 

2242-P* 

y2"xl"  Bar 

23/8x31/8 

10 

13/8 

21/4 

13/4 

Cast 

221 3-P 

3/8"xiy4"  Bar 

8 

141/4 

13/4 

13/8 

— 

2213-PA 

3/8"xiy2"  Bar 

8 

141/4 

13/4 

13/8 

— 

2250-P 

3/8"xiy4"  Bar 

8 

141/4 

13/4 

13/8 

— 

2250-PA 

3/8"xiy2"  Bar 

8 

141/4 

1% 

13/8 

_ 

*  Not  available  in  Stainless  Steel. 


PACKED  WITH  WOOD  SCREWS  OR  THRU  BOLTS  AS  REQUIRED 
ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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DOOR  PULLS 

CAST  ALUMINUM,  BRASS  OR  BRONZE 

HOSPITAL  DOOR  PULLS 


No.  42 

Gov't.  No.  458 


No.  42— Bose  V/2"x2%", 
Clearance  3!4",  Wt.  %  lb, 


DOOR  OR  SASH  PULL 
(Flush  Type) 


...  ^>1 


No.  170 

Gov't.  No.  459 


No.  164 

Gov't.  No.  458A 

No.  164 — Bases  Center  to  Center  5V2". 

Overall  Length  91/2",  Projection  3%",  Weight  1 
lb. 


No.  170 — 3%"x4%"  Face,  Opening  178"x3%",  Depth  15/16"  Weight  1  lb. 

Furnished  singly  or  two  as  a  set  for  back  to  back  installation  for  a  1%"  minimum 
thickness  door.  Order  set  as  No.  1  70-A.  Specify  thickness  of  door. 

Packed  Individually  with  Wood  Screws  as  required. 

ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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CAST  ALUMINUM,  BRASS  OR  BRONZE 


No. 

2226-2227 

No.  2210  P 

2227 

same 

as  shown 

but  with  lucite 

grip. 

2210PA  same  as 

2210  PA 

shown  less  stile  plates. 

C.  to  C. 

Dia.  of  Grip 

Base 

Clearance 

Projection 

Wt.  E. 

No. 

Inches 

Inches 

Inches 

Inches 

Inches 

Lbs. 

2226 

6%* 

11/2 

11/2X1  1/2 

13/16 

2  5/16 

41/2 

2227 

6%* 

11/2 

11/2X1  1/2 

13/16 

2  5/16 

31/2 

2210 

P 

7 

VA 

21/4X23/4 

11/4 

21/2 

6 

2210 

PA 

7 

^V4 

11/4X13/4 

1 

21/4 

5 

*  Can  be  furnished  other  centers  on  special  order. 
PACKED  ONE  IN  BOX  WITH  THRU  BOLTS 
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No. 

20-21-22 

No.  10-11-12 

C.  to  C. 

Dia.  of  Base 

Clearance 

Projection 

Wt.  Ea 

No. 

Inches 

Inches 

Inches 

inches 

Lbs. 

10 

5 

1% 

1% 

1% 

% 

n* 

51/2 

2 

1-5/16 

2y8 

I’A 

lIDFt 

51/2 

2 

iy2 

2y4 

11/8 

12 

8 

2 

1-7/16 

21/8 

11/2 

20 

5 

1% 

1/4 

1/8 

3/4 

21* 

5y2 

2 

1-5/16 

2y8 

11/4 

21DFt 

5y2 

2 

1/2 

2y4 

1/8 

22* 

8 

2 

1-7/16 

21/8 

11/2 

*  Meets  Government  specifications, 
t  Drop  forging. 

PACKED  ONE  PER  BOX  WITH  WOOD  SCREWS  OR  THRU  BOLTS  AS  REQUIRED 
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No. 

14-16-18 

No. 

15-17-19 

C.  to  C. 

Dio.  of  Base 

Clearance 

Projection 

Wt.  Ea 

No. 

Inches 

Inches 

Inches 

Inches 

Lbs. 

14 

6 

1 

V/2 

21/8 

1 

16 

8 

1 

l'/2 

2/8 

114 

18 

9 

1 

VA 

21/8 

1% 

15* 

6 

1% 

15/8 

2y2 

V/4 

17 

8 

15/8 

15^ 

2y2 

^V2 

19 

9 

15/8 

15/8 

21/2 

15/8 

*  Gov't.  No.  452. 

PACKED  TWO  PER  BOX  WITH  THRU  BOLTS 
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DOOR  PULLS 


CAST  ALUMINUM,  BRASS  OR  BRONZE 


No. 

Overall 

Inches 

Dia.  of  Base 
Inches 

Clearance 

Inches 

Wt.  Ea. 

Lbs. 

Packed 

13 

8 

2 

l'/4 

2 

1  in  box 

26 

6% 

— 

l'/2 

13/4 

2  in  box 

26L 

103/4 

— 

l'/2 

2'/2 

2  in  box 

29 

43/4 

3/4X1 

l'/8 

3/8 

6  inbox 

30 

6y8 

1 'Ax  13/8 

l'/4 

1 

1  in  box 

PACKED  WITH  THRU  BOLTS 
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DOOR  PULLS 

CAST  ALUMINUM,  BRASS  OR  BRONZE 


No. 

Overall 

Inches 

Dio.  of  Bose 
Inches 

Clearance 

Inches 

Projection 

Inches 

Wt.  Ea. 
Lbs. 

Packed 

23 

5 

I’Axl 

7/8 

H/8 

Va 

1  2  in  box 

24 

6 

l%xl 

HA 

H/2 

% 

1  2  in  box 

27 

4% 

1  X  1  % 

I’A 

— 

% 

6  in  box 

28 

6y8 

I%x2y4 

HA 

— 

1 

1  in  box 

PACKED  WITH  WOOD  SCREWS 
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ENTRANCE  DOOR  HANDLES 


CAST 


ALUMINUM,  BRASS  OR  BRONZE 


No. 

Gov't. 

2693 

No.  420 

No.  2691A 

No.  2691 

Gov't.  No.  421 

No. 

Pull 

C.  to  C. 
Inches 

Top 

Plate 

Inches 

Bottom 

Plate 

Inches 

Cyl. 

Plate 

Inches 

Clearance 

Inches 

Weight 

Each 

Lbs. 

2693 

d'/z 

2y4x3 

2'/4X2V4 

2y4x2y4 

2 

2y2 

2691 

6'/2 

3  Dia. 

2y4  Dia. 

214  Dia. 

2 

2y2 

2691A  Same  as  2691  less  Cyl.  Plate  and  Thumb  piece.  Meets  Gov't.  No.  439. 


PACKED  WITH  WOOD  SCREWS  AND  THRU  BOLTS  —  TWO  PER  BOX 
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PUSH  PLATES  FOR  PANEL  DOORS 

WROUGHT  ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 


No.  586  No.  590  No.  594 


No. 

Overall  Size 

Wt.  Ea. 

Inches 

Lbs. 

586 

71/2x15 

1% 

586A 

6  xl2 

% 

586B 

4x8 

% 

586C 

10  x20 

2% 

590 

8  xl6 

11/2 

590A 

6  xl2 

% 

590B 

10  x20 

21/2 

594 

8  xl6 

1% 

594A 

6  xl2 

1 

594B 

10  x20 

2% 

Above  made  from  flat  stock  (not  stamped).  All  except  586B  can  be  furnished  with  pull. 
Add  price  of  pull,  cutting  for  cylinder  or  bit  key  hole;  advise  position  and  size  of  hole  if  other 
than  standard.  Lettering  in  594  series  is  engraved.  Above  plates  are  not  beveled. 

Packed  individually  with  wood  screws. 

ALL  FINISHES  IN  ALUMINUM,  BRASS,  BRONZE  OR  STAINLESS  STEEL 
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PUSH  OR  PULL  PLATES 


WROUGHT  ALUMINUM,  BRASS,  BRONZE,  STAINLESS  STEEL,  PLASTIC 


No.  550 
to  No.  554 


No.  550x14 


No.  550E  *  No.  550Exl4 


No. 

Size 

Inches 

Weight  Each 

550E 

3 

xl2 

10 

oz. 

551E 

3 

xl5 

14 

oz. 

552E 

31/2x16 

1 

lb. 

3 

oz. 

552AE 

31/2x14 

1 

lb. 

553E 

4 

xl6 

1 

lb. 

4 

oz. 

554E 

4 

x20 

1 

lb. 

10 

oz 

550 

3 

xl2 

10 

oz. 

550A 

23/4X10 

7 

oz. 

551 

3 

xl5 

14 

oz. 

552  Gov't.  No.  465R 

31/2x16 

1 

lb. 

3 

oz. 

552A  Gov't.  No.  461 A  or  No.  465 

31/2x14 

1 

lb. 

553 

4 

xl6 

1 

lb. 

4 

oz. 

554 

4 

x20 

1 

lb. 

10 

oz 

Above  made  from  flat  stock  (not  stamped)  with  edges  beveled.  Any  of  above  plates  cut 
for  cylinder  or  bit  key  if  desired.  Above  plates  are  not  beveled. 

When  Pull  Plates  are  desired  specify  both  plate  and  pull  number  wanted.  Example  550x14. 

See  pages  51,  52,  53,  54  for  Pulls. 

Stainless  Steel  pull  plates  are  furnished  with  dull  chrome  grip. 

*Lettering  is  engraved  and  will  be  filled  with  black  unless  otherwise  specified. 

Packed  Six  Push  Plates  or  One  Pull  Plate  in  Box  with  required  screws. 
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PUSH  PLATES 

WROUGHT  ALUMINUM,  BRASS,  BRONZE,  STAINLESS  STEEL,  PLASTIC 


No.  560  to 
No.  564 


No.  587A  to  D 


No.  588A  to  D 


No. 

Size  Inches 

Weight  Each 

560 

3  xl2 

10 

oz. 

560A  Gov't.  No.  462 

23/4X10 

7 

oz. 

561 

3  xl5 

14 

oz. 

562 

31/2x16 

1 

lb. 

3  oz. 

562A 

31/2x14 

1 

lb. 

563 

4  xl6 

1 

lb. 

4  oz. 

564 

4  x20 

1 

lb. 

10  oz. 

587A 

3  xl2 

10 

oz. 

587B 

3/2x14 

1 

lb. 

587C 

3/2x16 

1 

lb. 

3  oz. 

587D 

4  xl6 

1 

lb. 

4  oz. 

588A 

3  xl2 

10 

oz. 

588B 

3/2x14 

1 

lb. 

588C 

3/2x16 

1 

lb. 

3  oz. 

588D 

4  xl6 

1 

lb. 

4  oz. 

*No.  560Axl4  Meets  Gov't.  Specification  No.  451. 

Above  plates  mode  from  flat  stock  (not  stamped).  Any  of  above  plates  cut  for  cylinder 
or  bit  key  hole  if  desired.  Above  plates  ore  not  beveled. 

When  Pull  Plates  ore  desired  specify  both  plate  and  pull  number  wanted.  Example  560x14. 

See  pages  52,  53,  54  for  Pulls. 

Stainless  Steel  pull  plates  are  furnished  with  dull  chrome  grip. 

Packed  Six  Push  Plates  nr  One  Pull  Plate  Per  Box  with  Screws. 
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PUSH  OR  PULL  PLATES 

CAST  ALUMINUM,  BRASS  OR  BRONZE 


Nos.  510x14 


No. 

Size  Inches 

Wt.  Each,  Lbs. 

No. 

Size  Inches 

Wt.  Each,  Lbs. 

500 

3  xl2 

11/2 

510 

3  xl2 

11/2 

500-A 

31/2x12 

2  Gov't.  Type  461 

511 

3  xl5 

2 

501 

3  xl5 

2 

512 

31/2x16 

21/2 

502 

31/2x16 

21/2  Gov't.  Type  460 

513 

4  xl6 

21/2 

502-A 

31/2x14 

2!4  Gov't.  Type  461 

514 

4  x20 

33/4 

503 

4  xl  6 

21/2 

504 

4  x20 

33/4 

When  Pull  is  desired  on  above  plates,  specify  Plate  and  Pull  numbers  wanted.  Examples, 
No.  500x14,  No.  510x14.  See  pages  51,  52,  53,  54  for  Pulls.- 

No.  502-Ax  14  Pull  Plate  Meets  New  Gov't.  No.  450. 


Any  of  above  plates  cut  for  Cylinder  if  desired.  Specify  diameter  of  Cylinder  if  other 
than  standard. 


Packed  two  Push  Plates  or  one  Pull  Plate  per  box  with  necessary  Screws  and  Bolts. 
ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PUSH  OR  PULL  PLATES 


CAST  ALUMINUM,  BRASS  OR  BRONZE 


No. 

Size 

Inches 

Wt.  Each,  Lbs. 

500R 

3 

xl2 

11/2 

501 R 

3 

xl5 

2 

502R 

31/2x16 

21/2 

502AR 

3’/2x14 

21/4 

503R 

4 

xl6 

3 

504R 

4 

x20 

3% 

530 

3 

xl2 

13/4 

531 

3 

xl5 

21/2 

532 

31/2x16 

3 

532A 

31/2x14 

21/2 

533 

4 

xl  6 

31/2 

534 

4 

x20 

41/2 

When  Pull  is  desired  on  above  plates,  specify  Plate  and  Pull  numbers  wanted.  Examples, 
No.  501Rxl4;  No.  530x14.  See  pages  51,  52,  53,  54  for  Pulls. 

Any  of  above  plates  cut  for  Cylinder  if  desired.  Specify  diameter  of  Cylinder  if  other 
than  standard. 

Packed  Two  Push  Plates  or  One  Pull  Plate  Per  Box  with  necessary  Screws  and  Bolts. 

ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PUSH  OR  PULL  PLATES 

CAST  ALUMINUM,  BRASS  OR  BRONZE 


No.  525— Size  15"x3"— Wt.  ea.  51/4  lbs. 


No.  525-P — Grip  size  O/A  8%"xll4",  Brackets 
15"x3",  Grip  8"  C.  to  C.,  Projection  2y4", 
Clearance  1%",  Wt.  ea.  6  lbs. 


No.  592— Size  3y2"xl6y2"— Wt.  ea. 
iy2  lbs. 

Specify  Cylinder  cut  if  other  than  standard. 


No.  593— Size  5y2"xl  1"— Wt.  ea.  I’/z  lbs. 


Packed  Two  Push  Plates  or  One  Pull  Plate  Per  Box  with  necessary  Screws  and  Bolts. 
ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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PUSH  OR  PULL  PLATES 

CAST  ALUMINUM,  BRASS  OR  BRONZE 


Nos.  520-21-22-23 


Nos.  520x37 


No.  548 


Nos.  548x26 


No. 

Size  Inches 

Wt.  Ea.,  Lbs. 

520 

3  xl2 

21/2 

521 

3'/2x16 

3 

522 

4  xl6 

3y2 

523 

4  x20 

3% 

548 

3'/2x15 

3 

Reeded  Pull  shown  on  Plate  520  is  No.  37,  5I/2"  C.  to  C.  Reeded  Pull  No.  38  (not  illus¬ 
trated)  81/2"  C.  to  C.  also  available. 

When  Pull  is  desired  on  above  plates,  specify  Plate  and  Pull  numbers  wanted.  Examples, 
No.  520x37,  No.  548x26.  See  pages  51,  52,  53,  54  for  Pulls. 

Push  Plates  packed  two  per  box.  Pull  Plates  one  per  box. 

Any  of  above  plates  cut  for  Cylinder  if  desired.  Specify  diameter  of  Cylinder  if  other 
than  standard. 
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PACKAGED  DOOR  PLATES 


ALUMINUM.  BRASS.  BRONZE.  STAINLESS  STEEL.  PLASTIC 


Packaged  individually  with  screws*  en¬ 
closed.  Size  and  finish  clearly  indicated. 

All  plates  meet  U.  S.  Government  Metal  and 
Plastic  specifications. 


STRETCHER  OR  BUMPER 

1 . 

MOP 

KICK 


ARMOR 


6"  or  8"  high  x  length  desired.  6"  recommended.  Can 
be  furnished  other  heights  or  beveled  four  sides  (B4E) 
if  so  specified. 

4"  or  6"  high  x  length  desired.  6"  recommended.  Can 
be  furnished  other  heights  or  beveled  three  sides  (B3E) 
if  so  specified. 


8",  10"  or  12"  high  x  length  desired.  Can  be  furnished 
other  heights  or  beveled  three  sides  (B3E)  if  so  specified. 


40"-42"  high  x  length  desired.  Can  be  furnished  other 
sizes  up  to  48"x48",  beveled  three  sides  (B3E)  if  so 
specified. 


Plastic  plates  furnished  Vs"  thick  x  color  desired.  Solid 
black,  brown,  gray  and  tan  colors  in  stock.  Other  colors 
and  patterns  on  special  order.  Plates  are  furnished 
beveled  four  sides  (B4E). 

Aluminum,  brass  and  bronze — 16  GA.  B  &  S  .050  and 
14  GA.  B  &  S  .064  thickness  carried  in  stock.  16  GA. 
will  be  furnished  unless  otherwise  specified.  Other 
thicknesses  available  on  special  order. 

Stainless  Steel  furnished  18  GA.  U.  S.  .050  thickness. 
Other  thicknesses  available  on  special  order. 

*  Wood  screws  are  furnished  unless  otherwise  speci¬ 
fied.  Advise  when  ordering  if  plates  will  be  used  on 
hollow  core  wood  or  Kahlamein  type  doors. 
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DOOR  EDGINGS 

ALUMINUM,  BRASS,  BRONZE,  STAINLESS  STEEL,  PLASTIC 


Metal  Edgings: 

Made  several  styles.  When  ordering  specify  type  desired. 


Style  A  Style  B  Style  C  Style  D 


Require  no  mortising  on  face  or  edge  of  stile  v^hen  used  in  new  con¬ 
struction,  but  may  require  mortising  when  used  on  present  doors. 

Mode  standard  lengths,  40"  or  42",  for  1%"  doors.  Edging  for  other 
lengths,  or  for  different  thicknesses  of  doors  available  on  special 
order. 


Plastic  Edgings: 

Furnished  two  styles. 


Style  PA 


T 

o 

O 

t-i  %  % 

Con  be  furnished  in 
block,  brown  or 
colors. 


Style  PB 


'/4 


Available  in  block 
or  brown. 


Should  be  mortised  into  face  and  edge  of  stile. 


All  dimensions  shown  on  this  page  ore  inside  dimensions. 

Armor  plates  used  with  edgings  should  usually  be  ordered  2"  less  than  width  of  door. 

It  is  desirable,  when  ordering,  to  specify  separately  which  armor  plates  to  be  used  with  edg¬ 
ings.  For  best  results,  always  furnish  width  of  door. 

Above  edgings  will  take  core  of  the  majority  of  doors.  Special  angles,  either  separate  or 
formed  as  a  part  of  the  plate  itself,  are  available  on  special  order.  It  is  advisable  to  furnish 
drawing  or  sketch  with  inquiry.  The  advice  of  our  Engineering  Department  is  available  for 
your  needs. 
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HOUSE  NUMBERS  AND  NAME  PLATES 

CAST  ALUMINUM,  BRASS  OR  BRONZE 


Nos.  1503  and  1504 


No.  1503  —  3-in  Fancy  Roman  Number. 
No.  1504  —  4-in.  Fancy  Roman  Number. 


No.  569 


No.  569 — Round  Push  or  Pull  Plate,  4 
Dia.,  Wt.  Ea.,  %  lb. 


STILE  NAME  PLATES 


Nos.  570  and  571 


Cast  Brass, 
Aluminum 
or  Bronze 


Nos.  572  and  573 


No. 

Size,  Ins. 

Wt.  Each, 

570 

IVixSVz  Horizontal 

4 

571 

iy8x3%  Vertical 

2'/2 

572 

1%x3V2  Horizontal 

4 

573 

1 ’78x3%  Vertical 

21/2 

574 

l%x6%  Vertical 

9 

575 

l%x6%  Vertical 

9 

570A  Special  Name  Plates,  as  OFFICE,  etc.  (Not  Illustrated) 
Letters  %"  High,  Plate  Size  l%x(as  needed) 

Specify  Name  Desired 


No.  574 
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No.  575 


CIPCO 


LETTER  BOX  PLATES 

CAST  BRASS,  BRONZE  OR  ALUMINUM 

Meets  Government  Specification. 


No.  2560 — Outside  Plate 

2560  Outside  Plate 

Size  3"x9" 

Size  of  Slot  iy2"x7" 


2561  Inside  Plate 

Size  3"x9" 

Size  of  Slot  iy2"x7'' 
2561 A  (Magazine) 
Size  4''xl3" 

Size  of  Slot  2"xl  1" 


2562  Inside  Hood 

Size  2y2"x9" 

For  use  with  2560 — Outside  Plate. 

No.  2562-.-Hooded  Inside  Plate 

2560x2561  Meets  Old  Gov't  No.  B1228A — New  Gov't  No.  511 
2560x2562  Meets  Old  Gov't  No.  B1228 — New  Gov't  No.  510 

COMPLETE  SETS 

-21/4  lbs. 
5  lbs. 
-2y4  lbs. 


NOTE 

2560A  (Magazine) 
Size  4"xl3" 

Size  of  Slot  2"xl  1" 


2560  Outside  Plate  and  2561  Inside  Plate.  One  set  in  box.  Weight _ 

2560A  Outside  Plate  and  2561A  Inside  Plate.  One  set  in  box.  Weight 
2560  Outside  Plate  and  2562  Inside  Hood.  One  set  in  box.  Weight _ 
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EXTRUDED  THRESHOLDS 

ALUMINUM,  BRASS  OR  BRONZE 


No.  5006 
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CAST  BRASS  OR  BRONZE 


No.  56  No.  58 


No.  53 


Nos.  59-60 


Nos.  51-52 


Width  and  Height 

Weight 

No. 

Inches 

Pounds 

51 

3%x8y2 

Hammered  Finish 

11/2 

52 

3%x8y2 

Brass  or  Bronze 

11/2 

53 

23/8X8 

n  n  // 

11/4 

56 

1  %x33/4 

//  t! 

1/4 

58 

1  %x4% 

n  n  n 

1/4 

59 

43/8x83/4 

n  n  n 

11/4 

60 

33/8x71/2 

//  //  n 

1 

Packed 

One  in  Box. 

with 

Thru  Bolts  and  Washers. 

Small 

Knocker  with  \ 
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EXTENSION  FLUSH  BOLTS 

CAST  BRASS  OR  BRONZE 

Meets  U.  S.  Government  Specifications 


RABBET  PIECES 

I  To  be  used  with  No.  1545  Extension  Flush  Bolts 

PACKED 

[Six  in  package  Complete  with  screws 

Weight,  V2  dozen,  1-lb.,  8-oz. 


No.  Plate  Head  Backset  Gov't.  No. 

1545*  6%"x1’/4"  V2"  11/16"  New  1045  Old 

1546  57/8"x  %"  %"  11/16"  New  1046  Old  1044 

1548  Same  as  No.  1545,  but  with  Oval  Face. 

Furnished  in  9"— 1 2"— 1 8"— 24"— 30"  lengths. 
Always  specify  length  wanted. 

Lengths  given  are  from  center  of  lever  to  end  of  Bolt 
Head  when  retracted. 

Packed  one  in  box  with  Rod  and  Screws. 

Twelve  boxes  in  carton. 

Weight  per  dozen — 1545  with  12"  Rod  13  lb.,  6  oz. 

*1545 — Also  made  in  Aluminum 
with  dull  nickel  plated  brass 


lever. 


No.  1545R 

Gov't.  No.  1045R 


Dustproof  Strike 

FACE  23/4"xiy2"  DEPTH  2' 

Fully  enclosed.  Weight  each  8  oz. 
One  in  package  with  screws. 


No.  1545  D.S. 

Gov't.  No.  1 048 


Nos.  1545-1546-1548 
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t 


V 


CREMONE  BOLTS 

MADE  IN  BRASS  OR  BRONZE 


Always  specify  height  of  opening  and  distance  from 
bottom  to  center  of  knob  or  lever.  On  all  bolts  with 
lever  handles,  always  specify  hand  required. 


Brass 

Bronze 

Knob 

Lever 

Weight 

No. 

V2  Rd. 

Handle 

Case 

Pkd.,  Lbs. 

1912 

Vz" 

Knob 

1  Vs" 

3% 

1913 

Vz" 

Lever 

1  Vs" 

33/4 

1914§ 

%" 

Knob 

1  Vz" 

7yz 

1915f 

%" 

Lever 

1  Vz" 

7'/z 

1916* 

%" 

2  Knobs 

1  Vz" 

8 

1917* 

%" 

2  Levers 

1  Vz" 

8 

1918* 

%" 

1  Lever 

1  Knob 

1  Vz" 

8 

*Operates  from  both  sides  of  door.  Rose  outside.  Lock¬ 
ing  device  on  inside. 

Above  Bolts  furnished  complete  with  guides  and  rods 
for  8-foot  opening.  Packed  one  in  box  with  2  angle  and 
2  universal  strikes,  with  screws.  Rods  in  separate  pack¬ 
age. 

Specify  finish. 

§  Old  Gov't.  No.  1028 — New  Gov't.  No.  1028B. 
f  Old  Gov't.  No.  1028 — New  Gov't.  No.  1028 


Angle  Strike  Universal  Strike 
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BRASS  OR  BRONZE 


V2"  Brass  or  Bronze 
Bolt  and  Cast  Guides 


Size 

Weight 

No. 

In. 

Doz.,  Lbs. 

B416 

’72  X  6 

51/4 

B419 

1/2  X  9 

61/2 

B4112 

1/2x12 

71/2 

B4118 

1/2x18 

9 

Ve" 

Brass  or  Bronze 

Bolt 

and  Cast  Guides 

Size 

Weight 

No. 

In. 

Doz.,  Lbs. 

B426 

%x  6 

53/4 

B429 

%x  9 

7 

B4212 

%xl2 

81/2 

B4218 

%xl8 

103/4 

All  Above  Surface  Bolts  Packed 
With  Wood  Screws,  Universal  and  Angle  Strikes 
1  Dozen  in  Box. 


TOILET  DOOR  LATCH 


No.  615 


Wt.  Ea. 

Inches  Lbs. 

Plates  2x2  V/2 

Bar  3y2  C.  to  C. 
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Closed  Rim  Strike 


CASEMENT  FASTENERS 


CAST  BRASS  OR  BRONZE 


Always  Specify 
Strike  Wanted 


Old  Gov't.  No.  1134 — New  Gov't.  No.  1135 


Cuts 

Show 

Actual 

Size 


Nos.  200-234 

No.  234  meets  Gov't.  No.  1134 


No. 

Bose 

Inches 

201 

1 

1/16x2  1/16 

200 

1 

1/16x2  1/16 

234 

1 

3/8  x3 

203 

1 

1/16x2  1/16 

Projection 

Inches 

1% 

1% 

]V2 

IVz 


Weight 
Per  Doz. 

5  lbs.  1 0  ozs. 
4  lbs.  9  ozs. 

6  lbs.  1 4  ozs. 
4  lbs.  8  ozs. 


ALL  FINISHES  IN  BRASS  OR  BRONZE.  PACKED  WITH  SCREWS.  1  DOZEN  IN  BOX. 


Page  73 


DOOR  BUMPERS 

CAST  ALUMINUM,  BRASS  OR  BRONZE 

GOVERNMENT  TYPE 


No.  301  No.  300 

Old  Gov't.  No.  1334 — New  Gov't.  No.  1320  Old  Gov't.  No.  1340 — New  Gov't.  No.  1328 


No.  302  No.  304 

Old  Gov't.  No.  1341 — New  Gov't.  No.  1329  Old  Gov't.  No.  1336 — New  Gov't.  No.  1321 


Figure  1 


All  numbers  marked  "X"  are  supplied  (as  illustrated  in  Figure  1)  '' 

with  %"  Stud  and  Expansion  Shield,  Holding  Screw  and  Lead 

Shield. 


No. 

Old  Govt.  No. 

New  Govt.  No. 

300X 

1340 

1328E 

301X 

1334 

1320E 

302X 

1341 

1329E 

304X 

1336 

1321E 

300  Bumper,  B.  Xh” ,  H.  3",  Complete  with  Rubber  Stop;  weight  ea.,  14-oz. 

300- X  Bumper,  B.  ,  H.  3",  Complete  with  Rubber  Stop;  weight  ea.,  1-lb. 

301  Bumper,  B.  2’/2",  P.  3%",  Complete  with  Rubber  Stop;  weight  ea.,  10-oz. 

301- X  Bumper,  B.  21/2",  P.  3%",  Complete  with  Rubber  Stop;  weight  ea.,  IjLb. 

§  302  Bumper,  B.  21/2",  H.  3",  Complete  with  Eye  and  Rubber  Stop;  weight  ea.,  1-lb.  3-oz. 

§  302-X  Bumper,  B.  2y2",  H.  3",  Complete  with  Eye  and  Rubber  Stop;  weight  ea.,  I'A-lb. 

§  304.  Bumper,  B.  21/2",  P.  3%",  Complete  with  Eye  and  Rubber  Stop;  weight  ea.,  1-lb.  2-oz. 

%  304-X_Bumper,  B.  2'/2",  P.  3%",  Complete  with  Eye  and  Rubber  Stop;  weight  ea.,  I’A-lb. 

Above  Bumpers  all  supplied  with  Wood  Screws 
(except  '‘X"  numbers). 

§Nos.  302,  302-X,  304  and  304-X  can  be  furnished  Right  or  Left  Hand. 
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DOOR  BUMPERS 

CAST.  ALUMINUM,  BRASS  OR  BRONZE 


No.  305 


No.  305— Base  2"  Dia.  Height  1" 
(Wood  Screw). 

No.  305X — Some  os  No.  305  but  with 
expansion  shield. 

No.  306— Bose  2"  Dio.  Height  1%". 

No.  306X — Some  os  No.  306  but  with 
expansion  shield. 


No.  306 


No.  310 — DOOR  BUMPER  ALIGNER  for  pair  of  doors, 
without  astragal.  For  best  results  install  2"  above  floor 
line.  Aligner  should  be  mounted  on  inactive  door.  Special 
laminated  rubber  bumper  permits  adjustment  when  nec¬ 
essary.  For  use  on  1%"  door. 

Height  2%"  Wt.  ea.  7  oz.  Width  2%" 


No.  310 


New  Gov't.  No.  1322 


No.  314 — Base  1",  Projection  4".  Wt.  ea. 
V4  lb. 

No.  315 — Base  1",  Projection  3V2",  Wt.  ea. 
’A  lb. 


No.  307 — Base  IVa",  Projection  3%".  Wt. 
ea.  ’A  lb. 

No.  309 — Base  1%",  Projection  d’/z".  Wt. 
ea.  72  lb. 


Packed  one  dozen  in  box  with  necessary  screws. 
No.  310  packed  6  in  box  with  necessary  screws. 
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SASH  LIFTS 


CAST  ALUMINUM,  BRASS  OR  BRONZE 


No.  3004 

Gov't.  No.  1 204 


Old  Gov't.  No.  1219 — New  Gov't.  No.  1203 


No.  3006 


No.  3002 


No.  3007 


No.  3008 


Size 

Projection 

Weight 

No. 

Inches 

Inches 

Doz.,  Lbs 

3004 

1  1/8X4 

1 

13/4 

3005 

1  %x5 

11/4 

3 

3006 

1  %x5V2 

1% 

5V2 

Packed  One  Dozen 

in  Box  with  Screws. 

No. 

C.  to  C. 
Inches 

Overall 

Inches 

Weight 
Per  Doz. 

3002 

31/4 

4Va 

1 1/2  Lbs. 

3007 

3% 

AVa 

3  Lbs. 

3008 

43/8 

53/8 

3-/4  Lbs. 

*  Projection  1",  Offset  1  3/16".  Packed  One  Dozen  in  Box,  with  Screws. 
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DRAWER  PULLS 

CAST  ALUMINUM,  BRASS  OR  BRONZE 


No.  3102 


No.  3108^ 

Gov't.  No.  AT  283 


No. 

3103 

No.  3115 

No.  3110 

Gov't. 

No.  1 

305 

C.  to  C. 

Overall 

Weight 

No. 

Inches 

Inches 

Per  Doz. 

3100 

31/2 

43/8 

21/4  Lbs. 

3102 

3y2 

41/8 

1 3/4  Lbs. 

3103 

31/2 

4 

21/4  Lbs. 

Packed  One  Dozen  in  Box  with  Screws 

Base 

Projection 

C.  to  C. 

Wt.  Ea 

No. 

Inches 

Inches 

Inches 

Ozs. 

3104 

y2xy2 

1  'A 

3  7/16 

2/2 

3105 

3/4 

I’/a 

3  3/8 

3/2 

3107* 

3/4 

I’/s 

1"  Dia. 

3 

3108* 

3/4 

I’/s 

1"  Dia. 

3 

3110 

14  "x%" 

1" 

3" 

3 

3115 

y2" 

1  3/16" 

l"dia. 

3 

*  Not  Available  in  Aluminum. 

FURNISHED  WITH  WASHER  HEAD  MACHINE  SCREWS 
Packed  One  Dozen  in  Box 
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HAND  RAIL  BRACKETS 


CAST  ALUMINUM,  BRASS  OR  BRONZE 


No.  1204 


Projection  3  5/16"  to  Center  of  Roil. 
Bose  Diameter  3%". 

Mode  for  2V2"  Diameter  Rail. 


No.  1205 


Projection  3  5/16"  to  Center  of 
Rail,  Base  dia.  3%",  Made  for 
21/2"  Dia.  Rail. 


No.  1206 


Projection  3  5/16"  to  Center  of  Rail. 
Base  Diameter  3%". 

Made  for  2y2"  Diameter  Rail. 


COAT  AND  HAT  HOOKS 


COMB.  HOOK  AND  BUMPER 


No.  400 


Nos.  406-407 


No.  404 


All  above  brackets  can  be  furnished  with  Reinforcing  Plate.  Specify  by  prefixing  RP  to  item  No. 


Furnished  with  Expansion  Shield  or  toggle  bolt.  Specify  which. 

All  meet  Govt.  Specifications  No.  1065A.  Packed  V4  doz.  in  box.  Wt.  ea.  1’4  lbs. 


No.  400 

Base  1%",  Projection  4". 
Wt.  ea.  Vi  lb. 


No.  406* 

Projection  3".  Wt.  ea.  14  lb. 

No.  407 

Projection  3%".  Wt.  ea. 

%  lb. 


No.  404 

Projection  31/2".  Wt.  ea. 
5  ozs. 


*Old  Government  No.  1  162 — New  Govern¬ 
ment  No.  1 1  72 

No.  400,  404,  406  packed  1  doz.  in  box. 

No.  407  packed  V2  doz.  in  box  with  required 
screws. 

ALL  FINISHES  IN  ALUMINUM,  BRASS  OR  BRONZE 
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SPECIAL  HARDWARE 

CAST  BRASS  OR  BRONZE 


No.  1535— Si  ze  of  small  plate 
1%"x2'/4";  large  plate  iy8"x 
6";  length  of  chain  7". 

One  doz.  in  box.  Wt.  5  lbs. 
Packed  with  screws 


CHAIN  DOOR  FASTENER 


No.  1535 


WROUGHT  BRASS  HOOKS 


Cabin  Door  Type 


*1900 — 6"xy8"  Brass  Wrought  Hook  and 
Eyes. 


No.  1902 

Old  Gov't.  No.  All 76 — New  Gov't.  No.  1176 


No.  1901 


No.  1901  —  2  1/16"  centers;  Bases 

V/4"X]%" 


*1902 — 6"x%"  Brass  Wrought  Hook  and 
Cast  Eyes. 

*  Can  be  made  in  any  length  over  6" 


No.  1903*—  4V2"  C.  to  C.;  eye  base 
l'A"xl%";  hook  base  IVz"  dia.; 
furnished  with  washer  and  nut 

No.  1903X^5^ — Same  as  1903,  but  fur¬ 
nished  as  illustrated  with  sleeve  and 
expansion  shield 

*Can  be  made  in  any  length  over  6" 


No.  1905 — Base  Plates  I’/z";  Length 
of  Chain  16",  24",  or  30" 
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U.  S.  GOVERNMENT  NUMBERS 

With  Comparative  CIPCO  Numbers 
Listed  in  Federal  Specifications  FF-H-llla  &  FF-H-106a 


Gov't. 

CIPCO 

Cat. 

Gov’t. 

CIPCO 

Cat. 

No. 

Item 

No.  Page 

No. 

Item 

No.  Page 

420 

Entrance  Door  Handle  .  . 

2693 

56 

1045R 

Rabbet  Piece . 

.  1545R 

70 

421 

Entrance  Door  Handle  .  .  . 

2691 

56 

1046 

Extension  Flush  Bolt 

.  1546 

70 

*436 

Door  Pull . 

21 

52 

*1048 

Dustproof  Strike . 

.  1545DS 

70 

*436A 

Door  Pull . 

1  1 

52 

1065A 

Hand  Rail  Brackets. 

.  1204 

78 

439 

Door  Pull . 

2691  A 

56 

1065A 

Hand  Rail  Brackets. 

.  1205 

78 

*450 

Pull  Plate . 

502Axl4 

60 

1065A 

Hand  Rail  Brackets. 

.  1206 

78 

*451 

Pull  Plate . 

560Axl4 

59 

1134 

Casement  Fasteners 

.  201 

73 

452 

Door  Pull . 

15 

53 

1134 

Casement  Fasteners 

.  234 

73 

*452 

Door  Pull . 

21 

52 

1135 

Casement  Fasteners 

.  201 

73 

*452 

Door  Pull . 

1  1 

52 

*1162 

Coat  and  Hat  Hook 

.  406 

78 

456 

Comb.  Push  and  Pull  Plate. 

592 

62 

*1  172 

Coat  and  Hat  Hook 

.  406 

78 

458 

Hospital  Arm  Pull . 

42 

50 

All  76 

Door  Hook . 

.  1902 

79 

458A 

Hospital  Arm  Pull . 

164 

50 

1176 

Door  Hook . 

.  1902 

79 

459 

Flush  Cup  Pull . 

170 

50 

1  176A 

Door  Hook . 

.  1903 

79 

460 

Push  Plate . 

502 

60 

*1203 

Sash  Lift . 

.  3005 

76 

*460 

Push  Plate . 

502A 

60 

1204 

Sash  Lift . 

.  3004 

76 

461 

Push  Plate  . 

500A 

60 

*1219 

Sash  Lift . 

.  3005 

76 

*461 

Push  Plate . 

502A 

60 

61228 

Letter  Box  Plates .  .  . 

. 2560x2562 

67 

461A 

Push  Plate . 

552A 

58 

6I228A 

Letter  Box  Plates.  .  . 

. 2560x2561 

67 

462 

Push  Plate  . 

560A 

59 

1  274 

Door  Pull . 

.  24 

55 

465 

Push  Plate . 

552A 

58 

*AI283 

Drawer  Pull . 

.  3108 

77 

465R 

Push  Plate . 

552 

58 

*1305 

Drawer  Pull . 

.  3103 

77 

470 

Push  Bars . 

2201C 

42 

1306 

Drawer  Pull . 

.  .  3102 

77 

471 

Push  Bars . 

2258S 

40 

1320 

Door  Stop . 

301 

74 

472 

Push  Bars . 

2253S 

22 

1320E 

Door  Stop . 

.  301-X 

74 

478 

Push  and  Pull  Bar  Set . 

2204 

25 

1321 

Door  Stop . 

.  304 

74 

479 

Push  and  Pull  Bar  Set . 

2253 

23 

1321E 

Door  Stop . 

.  304-X 

74 

479E 

Push  and  Pull  Bar  Set . 

2278 

30 

1322 

Door  Stop . 

.  315 

75 

*492 

Door  Guard  Bar . 

122 

43 

1328 

Door  Stop . 

.  300 

74 

493 

Door  Guard  Bar . 

123 

43 

1328E 

Door  Stop . 

.  300-X 

74 

510 

Letter  Box  Plates . 

2560x2562 

67 

1329 

Door  Stop . 

.  302 

74 

51  1 

Letter  Box  Plates . 

2560x2561 

67 

1329E 

Door  Stop . 

302-X 

74 

1009 

Push  Bars . 

2201C 

42 

1330 

Door  Stop . 

.  305 

75 

1009B 

Push  and  Pull  Bar  Set . 

2204 

25 

1330A 

Door  Stop . 

.  306 

75 

*A1009 

Door  Guard  Bar . 

122 

43 

1332 

Door  Stop . 

.  315 

75 

A1009A 

Door  Guard  Bar . 

123 

43 

1334 

Door  Stop . 

.  301 

74 

A 10096 

Door  Guard  Bar . 

1  24 

43 

1334 

Door  Stop . 

.  301-X 

74 

1009F 

Push  Bar . 

2258S 

40 

1336 

Door  Stop . 

.  304 

74 

1028 

Cremone  Bolts . 

1915 

71 

1336 

Door  Stop . 

.  304-X 

74 

1028B 

Cremone  Bolts . 

1914 

71 

1340 

Door  Stop . 

.  300 

74 

1004 

Extension  Flush  Bolt . 

1546 

70 

1340 

Door  Stop . 

.  300-X 

74 

*10446 

Extension  Flush  Bolt . 

1545 

70 

1341 

Door  Stop . 

.  302 

74 

*1045 

Extension  Flush  Bolt . 

1545 

70 

1341 

Door  Stop . 

.  .  302-X 

74 

*These  items  on  display  in  sample  room  of  U.  S 

.  Burea 

u  of  Standards, 

Washington,  D 

.  C. 

Numbers  in  Bold  Italics  are 

as  listed 

in  Fede 

ral  Specifications  FF-H- 

106,  FF-H-ni. 

CIPCO  Kick  Plates  meet  Federal  Specification  for  metal  and  plastic  plates  as  listed 
in  FF-H-1  1  1  and  FF-H-llla. 


The  above  items  have  been  designed  to  meet  government  specifications.  Templates 
or  physical  samples  \Arill  be  furnished  on  request. 


:l-C:S  ■  ' 
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